MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  3 


Township:  7  North 


Range:  2  West 


Corner  ID:  InCr  M-03 


Monument  Description  &  Remarks:  1/2"  Iron  Pipe  located  in  southeast  of  a  White  Oak  Tree 
with  old  cross  fencing.  Survey  Sign  4ft  above  ground  at  pt.  A 

References  On  File:  A.V.  Bailey  survey,  Roscoe  &  Dovie  Camden  (1967),  and  Lee  Utt 
survey  (1991)  on  file  in  Auditor  Office 
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